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Message Text 

UNCLASSIFIED 

PAGE 01 VIENNA 04697 102042Z 
ACTION OES-07 

INFO OCT-01 10-14 ISO-OO ONY-OO /022 W 

102046Z 025613 /65 

R 101440Z JUN 77 
FM AMEMBASSY VIENNA 
TO USERDA HQ WASHDC 
INFO SECSTATE WASHDC 2061 
USERDA HQ GERMANTOWN 

UNCLAS VIENNA 4697 

USIAEA 

DEPARTMENT FOR IO/SCT AND OES/NET ONLY 

E.O. 11652: N/A 

TAGS: AORG, EAID, IAEA, CS 

SUBJECT: 1977 EQUIPMENT GRANT COSTA RICA/5/04 
REF: UPSHAW/WILLIAMSON TWX 061929Z JUN 77 

1 . KENYERES SUGGESTS CONSIDERATION OF PACKARD 
PRIAS AUTOMATIC GAMM COUNTER - PRIAS MODEL P.G.D. 

PRICED AT DOLS 16,540 OR PACKARD MODEL 5210 MODUMATIC 
AUTO GAMMA COUNTER WITH MODEL 646 TELETYPE TERMINAL 
PRICED AT DOS 18,380 AS POSSIBLE SUBSTITUTE FOR ITEMS 
QUOTED IN EXCESS OF DOLS 26,000. TO ENABLE KENYERES 

TO MAKE BEST DECISION HE NEEDS EXACT CAT. NUMBERS, ETC., 

OF ALL UNITS UNDER CONSIDERATION. PLEASE ADVISE. 

2. AGENCY INTENDED TO SPECIFY LAB INDUSTRIES DILUTORS 
SYRINGE TYPE MODEL 7725-H75 SHOWN ON PAGE 1064 

OF 1976 T-OMAS CO. ACATALOG AND PIPETTERS MODEL 7755-E78 
ON PAGE 1081 OF SAME CATALOG. PLEASE ADVISE IF FURTHER 
INFORMATION NEEDED. LABOWITZ 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: Z 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ELECTRIC EQUIPMENT, RADIATION MEASURING DEVICES 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 10-Jun-1977 12:00:00 am 

Decaption Date: 22 May 2009 
Decaption Note: 25 YEAR REVIEW 
Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977VIENNA04697 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770208-0280 

Format: TEL 

From: VIENNA USIAEA 

Handling Restrictions: 

Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770667/aaaacgps.tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 8e65e57e-c288-dd11-92da-001cc4696bcc 

Office: ACTION OES 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: ONLY 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: ONLY 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 09-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2187475 
Secure: OPEN 
Status: NATIVE 

Subject: 1977 EQUIPMENT GRANT COSTA RICA/5/04 
TAGS: AORG, EAID, CS, US, IAEA 
To: ERDA 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/8e65e57e-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 
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